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R06I94IZOCT 75 
FM SECSTATE WASHDC 
TO AMEMBASSY PORT LOUIS 

UNCLAS STATE 237582 

E.O. 11652: N/A 

TAGS: EAID, MP 

SUBJECT: SELE-HELP PROJECT FOR HOSPITAL SURGICAL EQUIPMENT 
REE: PORT LOUIS 739 

1. DEPOEFS (SEGALL AND BARBOUR) HAVE DISCUSSED VARIOUS 
SUBJECTS RAISED IN REFTEL WITH JOHN SHARON, PRESIDENT, 
CHILDREN'S HOSPITAL, AND AID OFFICIALS. 

2. WE HAVE HAD NO, RPT. NO, SUCCESS IN OBTAINING 
REDUCTION IN COST OF SURGICAL EQUIPMENT ($7,200). 

3. VIRTUALLY ALL ITEMS OF SURGICAL EQUIPMENT CAN EIT 
INTO SMALL PACKAGES THAT COULD BE SENT AIRFREIGHT. 

SHARON NOW CHECKING ON DIMENSIONS AND POUNDAGE TO SEE 
WHETHER AT LEAST PART OE SHIPMENT COULD BE VIA POUCH. 

HE IS ALSO CHECKING TO SEE WHETHER BOAC MIGHT BE 
WILLING TAKE SURGICAL EQUIPMENT WITHOUT CHARGE. 
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4. SINCE COST PRICE OE EQUIPMENT SEEMS FIRM, WE SUGGEST 
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EMBASSY SIGN SUPPLEMENTARY AGREEMENT ALONG LINES 
DESCRIBED REETEL, PARA 2.B. 

5. WE WILL ATTEMPT INFORM YOU SOONEST OE SHIPPING COSTS 
TO BE INCLUDED IN lAA. KISSINGER 
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